drive shaft at another location was not cited by the
inspector.

With regard to Citation No. 2237055, concerning the
unguarded drive shaft of the electric screw feed motor,
Mr. Bradford believed that "partial guards" were provided on
the structure by the manufacturer.  However,, once the cita-
tion issued, similar motor guards in the plant were volun-
tarily installed in order to comply with Mr. McGregor's
citation and to avoid other citations.  He stated that compar-
able OSHA regulations did not require that such "straight"
drive shafts be guarded as long as they contained no "protru-
sions."  Since these motor shafts were never previously cited
by other MSHA inspectors during prior inspections, he assumed
that guards were not required.

Mr. Bradford stated that the motor was located at the
end of a catwalk, that no one is in the area on a day-to-day
basis, and the motor is remotely started by a control panel.

With regard to Citation No. 2237056, concerning the
unguarded motor drive shaft on the dock silo dust collector,
Mr. Bradford stated that this motor was located on top of a
50 foot silo and that one would have to climb up two ladders
and over some hand rails to reach the motor.  He did not
believe that the motor drive shaft presented a hazard because
of its location, and he stated that the motor is started
remotely and would be shut down when work was performed on
it.

With regard to Citation No. 2237057, concerning the
accumulation of rocks, trash, tools, hoses, etc., on the walk-
ways and declines, Mr. Bradford conceded that the conditions
existed as described by Mr. McGregor.  He explained that the
decline pits were not cleaned up and were a problem.  He
explained further that the day before the inspection there
was a significant amount of rain and that he assigned several
people to clean up the areas where^the wet fine materials
clogged the belts.  He conceded that the tools and hoses were
apparently left in place by the clean up crew when their work
shift ended.

With regard to Citation No. 2237058, concerning the
angle of repose on the stockpile, Mr. Bradford stated that it
is no larger today than it was when the citation was issued.
He stated that the material does slide down when it is cut
down and removed by the dozer, and that while it "appeared11
to be hazardous in the MSHA photograph, it is not.  He
explained that the consistency of the material is such that
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oth" shafts be guarded,
